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Message Text 


UNCLASSIFIED 

PAGE 01 IAEA V 00370 161710Z 

11 

ACTION OES-05 

INFO OCT-01 10-11 ISO-00 FEA-01 ACDA-10 CIAE-00 INR-07 

L-03 NSAE-00 NSC-05 EB-07 NRC-07 DODE-00 /057 W 

001323 

R 161638Z JAN 76 
FM USMISSION IAEA VIENNA 
TO USERDA GERMANTOWN 
INFO SECSTATE WASHDC 6919 

UNCLAS IAEA VIENNA 0370 

PASS lO/SCT 

ALSO PASS NRC 

EO 11652: N/A 

TAGS: AORG, EAID, IAEA, US, CY 

SUBJ: U.S. EQUIPMENT GRANTS EOR 1974, SPECIFICATIONS 
OF EQUIPMENT FOR CYPRUS 5/08 

REF: A) 75 IAEA VIENNA 9722, B) 75 DEC AMMONS/GABBERT 
TWXR031845Z 

AGENCY (MUTRU), HAS PROVIDED MISSION WITH ADDITIONAL 
SPECIFICATIONS FOR SUBJECT PROJECT AS FOLLOWS: 

(1) PROGRAMMABLE CALCULATOR, HEWLETT-PACKARD 
MODEL 9810A BASIC INSTRUMENT WITH BUILT-IN 
PRINTER, FOR 240V, 50 CYCLES. 

(2) KJELDAHL EQUIPMENT. 

(A) 4 EA. MICRO-KJELDAHL DIGESTION UNIT, CAT. 

NO. 60301-01, FOR 220 V, 50 CYCLES; FLASK SUPPORT 
ROD. (FROM LABCONCO, KANSAS CITY, MO.) 

(B) 3 EA. HEATING MANTLE, 5 LITER SIZE, CAT. 

NO. HD-500 WITH FLASK, FOR 200-250V, 50 CYCLES 
(FROM GALLENKAMP, LONDON, U.K. - SEE BELOW FOR 
ADDRESS). 

(C) 3 EA. VARIABLE TRANSFORMER, 8 AMPERES 

240V, 50 CYCLES, CAT. NO. ED-604 (FROM GALLENKAMP, 
UNCLASSIFIED 

UNCLASSIFIED 
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LONDON, U.K.) 
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(3) COLORIMETER, CECIL CE-404, SYSTEM 3, EOR 
200-250V, 50 CYCLES, CAT. NO. CS-620 (EROM 
GALLENKAMP, LONDON, U.K.). GALLENKAMP ADDRESS IS 
P.O. BOX 290, TECHNICO HOUSE, CHRISTOPHER STREET, 

LONDON, EC2P, ZER, UNITED KINGDOM. ITEMS EROM 
GALLENKAMP CONSIDERED BEST SUITABLE FOR CYPRUS. 

COPY OP SPECS FROM AGENCY BEING POUCHED AMMONS, 

ERDA, ALONG WITH RETURN OF OTHER BROCHURES AND 
QUOTATIONS SENT MISSION LAST NOVEMBER.! F.AHY 


UNCLASSIPIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: EQUIPMENT, TECHNICAL ASSISTANCE GRANTS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 16 JAN 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976IAEAV00370 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D76001 8-0271 
From: IAEA VIENNA 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 97601 50/aaaabspw.tel 

Line Count: 70 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OES 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 IAEA VIENNA 9722 
Review Action: RELEASED, APPROVED 
Review Authority: greeneet 
Review Comment: n/a 
Review Content Flags: 

Review Date: 24 MAY 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <24 MAY 2004 by barnescd>; APPROVED <06 DEC 2004 by greeneet> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: U.S. EQUIPMENT GRANTS FOR 1974, SPECIFICATIONS OF EQUIPMENT FOR CYPRUS 5/08 
TAGS: AORG, EAID, US, CY, IAEA 
To: ERDA 
Type: TE 
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